BILL NO. S-71-03- 


SPECIAL ORDINANCE NO. S- J S - / / 

AN ORDINANCE approving Easement Grants from 
Indiana & Michigan Electric Company in con- 
nection with construction of St. Joe Interceptor, 
and approving payment for relocation of overhead 
distribution line. 


BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT WAYNE, 
INDIANA; 


SECTION 1. The Grant of Easements for Sewer from Indiana 


& Michigan Electric Company to the City of Fort Wayne dated 
January 25, 1971 in connection with the construction of the St. 
Joe Interceptor, Resolution No. 215-1970, and the payment of 
$3,000.00 to Indiana & Michigan Electric Company to cover the re- 
location of overhead distribution line to accommodate St. Joe 
Interceptor sewer line in easement along East side of Concordia 
Gardens Sub-Division, and which said Grant of Easements and 
invoice of Indiana & Michigan Electric Company are on file in 
the office of the Board of Public Works and are by reference 
incorporated herein and made part hereof, are hereby in all 
things ratified, confirmed and approved. 

SECTION 2. This Ordinance shall be in full force and 
effect from and after its passage and approval by the Mayor. 





seconded by 


Read the first time in full and on motion by _ 

and duly adopted, read the second time by title and referred 


to the (Committee on) 




( a nd the Ci l t y Plian 


rnmm'i 1 1 i i ii • f ' " 'i ' — rec o mmendation - ) — fanrl Public Hearine to be-_held after due legal notice, 
,-at--tii:rXbuh'cTr^hamSef^ City '“Hal TT'^OTt-Wayne , Indiana, on 


day of 


19 


, at 


o'clock 



seconded by 




and duly adopted, placed on its passage. 


Passed (45^3^5 by the following vote: 
AYES ^ , NAYS ^ , 


ABSTAINED 


ABSENT 


to -wit: 


Adams 

Dunifon 

Fay 

Geake 

Nuckols 

Robinson 

Rousseau 

Steigerwald_ 

Tipton 


Date 


3 - ' 3-3 







City Clerk 

Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, as^ ^ ^ 

Jiiiiig llap ^ (Qeiier a i) ( - Aime nation) (Special) b AppiupriaLimi) Ordinance (*esuluLiarr^ 


on the 


7 -? ‘ 


A-*/ 


day of 




.. 19 7 / . 


ATTEST ; 


(SEAL)/ 



'i City Clerk 



PrpsJ^lag Officer 




Presented by me to the Mayor of the City of Fort Wayne, Indiana, on the day 


of 











Approved and signed by me this T-H day of __ 
at the hour of / ■ 3 o'clock P .M« ,E.S .T. 


City Clerk 


, 19 7/ 



Mayor 





S-7I-03-01 


Bill No. 

REPORT OF THE COMIITTEE ON PUBLIC WORKS 

We, your Committee on Public Works to whom was referred an Ordinance 

approving Easement Grants from Indiana & Michigan Electric Company in connection with 

construction of St, Joe Interceptor, and approving payment for reolcation of overhead 

distribution line, 




EDWIN J. ROUSSEAU 


WILLIAM K. GEAKE 


have had said Ordinance under cons^eration and beg leave to report back to the Common 

Council that said Ordinance PASS. 

JOHN NUCKOLS. Chairman 


CELIA ANN FAY, Vice-Chairman 

JOHN H. ROBINSON 


DATE 


CONCURRED IN 

_FUAD G. BONAHOOM, CITY CLERK 


